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3. BeCONF SN-5, HS-732 SN-31, F/40, 1/150 Te0.Te 

4e PILOT REPORTS THAT THE D-LITE OPERATION WAS NORMAL THROUGHOUT 
MSNe THEREFORE WE ASSUME 100 PERCENT OPERATION, APPROX 3700 CYCLES.» 
CONF IS NOT PRESENTLY AVAILABLE FOR POST FLT INSPECTION. 

Se ATTN E. GREEN. AFTER EXPOSURE FILM WAS SUBJECTED TO HIGH 
TEMPERATURE AND HUMIDITY FOR APPROX 46 HOURS. ESTIMATE MIN TEHP 95 
DEGREES, MAX 110 DEGREES. ESTIMATE DURATION AT MAX TEMP 12 TO 15 
HRS. NO APPARENT DAMAGE DUE TO HUMIDITY. 
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